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ACTION EB-07 

INFO OCT-01 EUR- 1 2 ISO-OO AGR-10 CEA-01 CIAE-00 COME-OO 

DODE-OO FRB-01 H-02 INR-07 INT-05 L-03 LAB-04 NSAE-00 

NSC-05 PA-02 AID-05 CIEP-02 SS-15 STR-04 TAR-01 

TRSE-00 USIA-15 PRS-01 SP-02 FEAE-00 OMB-Ol XMB-04 

10-10 /120W 

083433 

R 151855Z AUG 75 
FM AMEMBASSY LONDON 
TO SECSTATE WASHDC 3868 

UNCLAS LONDON 12718 

E.O. 11652: N/A 
TAGS: ETRD, UK 

SUBJECT: FOREIGN PRODUCT STANDARDS AND CERTIFICATION 
SYSTEMS 

REF: STATE 182572 

ON AUGUST 14 WE DISCUSSED IN DETAIL QUESTIONS CONTAINED 
PARA 5 REFTEL WITH STANDARDS, WEIGHTS AND MEASURES 
DIVISION, DEPARTMENT OF PRICES AND CONSUMER PROTECTION. 
OUR INITIAL REPORT WILL BE SUBMITTED NLT AUGUST 20. 
ADDITIONAL MATERIALS TO BE SUPPLIED BY BRITISH 
STANDARDS INSTITUTION WILL FOLLOW UNDER COVER AIRGRAM. 

RICHARDSON 
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Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750283-0312 
From: LONDON 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750849/aaaabqqz.tel 

Line Count: 47 

Locator: TEXT ON-LINE, ON MICROFILM 
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